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GOVERNMENT OF GOA 

Department of Agriculture 


Directorate of Agriculture 


Notification 


3 /5 /EXT / 19 / 2003-04 /D.Agri/68 
In supersiession of the Government Notification No. 10 / 1 /79 -AGR . Vol.VI dated 1-7-1987, the Government 
of Goa is pleased to adopt the following pattern of fee for grant, amendment, renewal etc.of authorization 
letter /registration certificate for carrying on business of selling fertilizers under clause 36 of the Fertilizer 
(Control) Order, 1985 . 


Sr. 


Item 


Chargeable fee 

(Rs. ) 


No. 
A. 


FOR DEALERS 


1. Grant of letter of authorization / certificate of registration to wholesale dealers . 

600 / 
2. Grant of letter of authorization / certificate of registration to retail dealer. 

300 / 
3. Renewal of letter of authorization / certificate of registration to wholesale dealer. 

400 / 
4. Renewal of letter of authorization / certificate of registration to retail dealer. 

200 / 
5. Late fees for renewal of authorization / certificate of registration to wholesale dealer. 

200 / 
6. Late fee for renewal of authorization / certificate of registration to retail dealer. 

75 / 
7. Amendment in letter of authorization / certificate of registration to wholesale dealer. 

30 / - per product 
8. Amendment in authorization /certificate of registration to retail dealer. 

20 /- per product 
9. Duplicate / additionalcopy ofletter of authorization /certificate of registration to wholesale dealer. 50 / 
10. Duplicate / additional copy of letter of authorization /certificate of registration to retail dealer. 

20 / 


B. 


FOR MANUFACTURING OF FERTILIZER MLXTURE INCLUDING SPECIAL MIXTURE 


1 Grant of certificate for manufacture of fertilizer mixture /micronutrients . 


1000 / 


500 / 


500 / 


200 / - per product 


2 Grant of certificate for manufacture of specialmixture of fertilizer. 
3 Renewal of certificate for manufacturing of fertilizer mixture /micronutrients . 
4 Amendment in certificate for manufacturing of fertilizer mixture /micronutrients. 
5 Late fees for renewal of certificate ofmanufacturing of fertilizer mixture/micronutrients . 
6 Duplicate /additional copy of certificate formanufacturing of fertilizers /mixtures / special 

mixtures /micronutrients . 


100 / 


100 / 
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This comes into effect from the date of 
publication of this Notification in the Official 
Gazette . 


(hereinafter called the " principal Rules " ), for the 
words " sixty rupees" and " thirty rupees" , the 
words " four hundred rupees " and " one hundred 
and seventy five rupees " shall be respectively 
substituted . 


By order and in the name of the Governor 

of Goa . 


R. G. Joshi, Director of Agriculture and ex officio 
Joint Secretary . 


3. Amendment of rule 24.- In sub - rule ( 1) of 
rule 24 of the principal Rules , for the letters and 
figures " Rs. 30 /-" and " Rs . 20 /- " the letters and 
figures " Rs . 150 / - " and " Rs . 100 / - " shall be 
respectively substituted . 


Panaji, 16th July , 2003, 


Department of Labour 


4. Amendment of rule 36. In rule 36 of the 
principal Rules, after the words " unless he " and 
before the words " proves to " , the words 
" possesses a S.S.C.E. certificate and " shall be 
inserted . 


Inspectorate of Factories & Boilers 


Notification 


VI/BLR / ( 2 / A - 117 / c /8081 


5. Amendment of rule 50 .-- In rule 50 of the 
principal Rules , for the word " Ten Rupees " , the 
words " one hundred rupees " shall be substituted : 


6. Amendment of rule 54 .-- In rule 54 of the 
principal Rules , for the words two hundred and 
fifty rupees" , wherever they occur, the words 
" fifteen thousand rupees " shall be substituted . 


The following draft amendment which the 
Government of Goa proposes to make to the Goa , 
Daman and Diu Boiler Attendant s Rules, 1983 , is 
hereby pre -published as required by section 31 of 
the Indian Boilers Act, 1923 (Central Act No. 5 of 
1923), for information of the persons likely to be 
affected thereby, and notice is hereby given that 
the said draft amendment will be taken into 
consideration by the Government of Goa on the 
expiry of three months from the date of publication 
of this Notification in the Official Gazette . 


By order and in the name of the Governor 

of Goa . 


S. S. Prabhudesai, Chief Inspector of Factories 
& Boilers & ex officio Jt . Secretary . 


Panaji , 


Any objections or suggestions to the said draft 
amendment may be forwarded to the Secretary 
(Factories & Boilers ), Government of Goa , 
Secretariat , Panaji, before the expiry of three 
months from the date of publication of this 
Notification in the Official Gazette . 


Notification 


VI/ BLR / (2 )/ A - 117 / d 


..... 


DRAFT AMENDMENT 


In exercise of the powers conferred by section 
29 of the Indian Boilers Act , 1923 (Central Act No. 
5 of 1923), and all other powers enabling it in this 
behalf, the Government of Goa hereby makes the 
following rules so as to amend the Goa , Daman 
and Diu Boiler Attendant s Rules, 1983, as 
follows: 


The following draft amendment which the 
Government of Goa proposes to make to the Goa, 
Daman and Diu Economiser Rules , 1983, is hereby 
pre -published as required by section 31 of the 
Indian Boilers Act, 1923 (Central Act No. 5 of 1923 ), 
for information of the persons likely to be affected 
thereby, and notice is hereby given that the said 
draft amendment will be taken into consideration 
by the Government of Goa , on the expiry of three 
months from the date of publication of this 
Notification in the OfficialGazette . 


1. Short title and commencement. ( 1) These 
rules may be called the Goa , Boiler Attendant s 
( 1st Amendment) Rules, 2003. 


( 2 ) They shall come into force at once . 


Any objections or suggestions to the said draft 
amendment may be forwarded to the Secretary 
(Factories & Boilers ), Government of Goa , 
Secretariat, Panaji , before the expiry of three 
months from the date of publication of this 
Notification in the Official Gazette . 


2. Amendment of rule 18.— In rule 18 of the Goa , 
Daman and Diu Boiler Attendants Rules 1983 


2007. now..... 


OFFICIAL GAZETTE - GOVT. OF GOA 


979 
24TH JULY, 2003 


SERIES I No. 17 


DRAFT AMENDMENT 


Economiser rating 


Amount 


. 


Exceeding 650.5 sq .mts , but not exceeding 
744 sq .mts . 


Rs . 3600 / 


In exercise of the powers conferred by section 
29 of the Indian Boilers Act, 1923 (Central Act No. 
5 of 1923 ), and all other powers enabling it in this 
behalf, the Government of Goa hereby makes the 
following rules so as to amend the Goa , Daman 
and Diu Economiser Rules, 1983, as follows: 


Exceeding 744 sq .mts , but not exceeding 
836.5 sq.mts . 


Rs. 3900/ 


Exceeding 836.5 sq .mts .butnot exceeding 
930 sq.mts . 


Rs. 4200 / 


1. Short title and commencement. ( 1 ) These 
rules may be called the Goa , Economiser 
( 1st Amendment ) Rules , 2003 . 


For an economiser rating exceeding 930 sq . 
mts . , an additional fee of Rs . 900 / - shall be 
charged for every 186 sq .mts . or part thereof 
in excess of 930 sq . mts . 


(2 ) They shall come into force at once . 


5 


2. Amendment of rule 14.— In rule 14 of the Goa , 
Daman and Diu Economiser Rules , 1983 
(hereinafter called the " principal Rules " ) , for the 
letters , figures and words " Rs. 5 /- (Rupees five 
only )" , the letters , figures and words " Rs. 100 / 
(Rupees one hundred only ) " shall be substituted . 


4. Amendment of rule 29.- In rule 29 of 
the principal Rules , for the words " rupees ten " , 
the words " rupees one hundred " shall be 
substituted . 


3. Amendment of rule 16. - In rule 16 of the 
principal Rules , for the existing Schedule , the 
following Schedule shall be substituted , namely : 


5. Amendment of rule 48.— In rule 48 of the 
principal Rules, for the words " one thousand 
rupees " , the words " ten thousand rupees" shall 
be substituted . 


" SCHEDULE 


By order and in the name of the Governor 

of Goa . 


Economiser rating 


Amount 


Not exceeding 46.5 sq.mts . 


Rs. 600 / 


S. S. Prabhudesai, Chief Inspector of Factories 
& Boilers & ex officio Jt . Secretary 


Exceeding 46.5 sq . mts. but not exceeding 
93 sq . mts . 


Rs . 800 / 


Panaji , 


Rs . 1000 / 


Exceeding 93 sq .mts . but not exceeding 
139.5 sq .mts . 
Exceeding 139.5 sq.mts , but not exceeding 
196 sq .mts . 


Notification 


Rs. 1200 / 


VI / BLR / ( 2 )/ A - 117 /b 


Exceeding 196 sq .mts . but not exceeding 
232.5 sq . mts . 


Rs. 1400 / 


Exceeding 232.5 sq.mts .but not exceeding 
279 sq .mts. 


Rs. 1600 / 


Exceeding 279 sq . mts . but not exceeding 
334 sq . mts. 


Rs. 1900 / 


The following draft amendment which the 
Goverment ofGoa proposes to make to the Goa , 
Daman and Diu Boiler Operation Engineers Rules , 
1983, is hereby pre -published as required by 
section 31 of the Indian Boilers Act , 1923 (Central 
Act No. 5 of 1923), for information of the persons 
likely to be affected thereby, and notice is hereby 
given that the said draft amendment will be 
taken into consideration by the Government of 
Goa on the expiry of three months from the 
date of publication of this Notification in the 
OfficialGazette . 


Exceeding 334 sq. mts , but not exceeding 
372 sq .mts. 


Rs . 2100 / 


Exceeding 372 sq .mts. but not exceeding 
418.5 sq.mts . 


Rs. 2400 / 


Exceeding 418.5 sq . mts, butnot exceeding 
465 sq .mts. 


Rs. 2700 / 


Exceeding 465 sq. mts. butnot exceeding 
558 sq . mts . 


Rs. 3000 / 


Any objections or suggestions to the said draft 
amendment may be forwarded to the Secretary 
(Factories & Boilers ), Government of Goa , 
Secretariat , Panaji, before the expiry of three 
months from the date of publication of this 
Notification in the Official Gazette . 


Exceeding 558 sq . mts .but not exceeding 
650.5 sq.mts. 


Rs. 3300 / 


... :: oexquisite 
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Notification 


VI/BLR / ( 2 ) / A - 117 / a 


In exercise of the powers conferred by section 
29 of the Indian Boilers Act , 1923 (Central Act No. 
5 of 1923), and all other powers enabling it in this 
behalf , the Government of Goa hereby makes the 
following rules so as to amend the Goa , Daman 
and Diu Boiler Operation Engineers Rules , 1983, 
as follows: 


The following draft amendment which the 
Government of Goa proposes to make to the Goa , 
Daman and Diu Boiler Rules , 1983 , is hereby pre 
-published as required by section 31 of the Indian 
Boilers Act, 1923 (Central Act No. 5 of 1923), for 
information of the persons likely to be affected 
thereby, and notice is hereby given that the 
said draft amendment will be taken into 
consideration by the Government of Goa , on 
the expiry of three months from the date of 
publication of this Notification in the Official 
Gazette . 


1. Short title and commencement.-- ( 1) These 
rules may be called the Goa Boiler Operation 
Engineers ( 1st Amendment) Rules , 2003. 


( 2 ) They shall come into force at once. 


2. Amendment of rule 3.- In rule 3 of the Goa , 
Daman and Diu Boiler Operation Engineers Rules , 
1983 (hereinafter called the " principal Rules " ), for 
the figures " 694.25 " , the figure " 700 " shall be 
substituted . 


Any objections or suggestions to the said draft 
amendment may be forwarded to the Secretary 
( Factories & Boilers ), Government of Goa , 
Secretariat , Panaji, before the expiry of three 
months from the date of publication of this 
Notification in the OfficialGazette . 


DRAFT AMENDMENT 


3. Amendment of rule 19.- In rule 19 of the 
principal Rules, in clause ( a ), for the words 
seventy five " and " thirty five " , the words " four 
hundred and fifty " and " two hundred " shall be 
respectively substituted . 


4. Amendment of rule 37.- In rule 37 of the 
principal Rules, for the words " seventy five " , the 
words " four hundred and fifty " shall be 
substituted . 


In exercise of the powers conferred by section 
29 of the Indian Boilers Act , 1923 (Central Act No. 
5 of 1923 ), and all other powers enabling it in this 
behalf, the Government of Goa hereby makes the 
following rules so as to amend the Goa , Daman 
and Diu Boiler Rules , 1983, as follows: 


5. Amendment of rule 41. In rule 41 of 
the principal Rules , for the words " Rupees Ten " , 
the words “ Rupees one hundred ” shall be 
substituted. 


1. Short title and commencement.-- ( 1 ) These 
rules may be called the Goa Boiler 
( 1st Amendment) Rules , 2003. 


( 2 ) They shall come into force at once . 


6. Amendment of rule 43.-- In sub - rule ( 1 ) of 
rule 43 of the principal Rules , for the words 
" Rupees fifteen " , the words " Rupees one hundred 
and fifty " shall be substituted . 


2. Amendment of rule 36. In rule 36 of the Goa, 
Daman and Diu Boiler Rules, 1983 (hereinafter 
called the " principal Rules " ), 


( i) for sub rule ( 2 ), the following shall be 
substituted , namely : 


7. Amendment of rule 50.— In rule 50 of the 
principal Rules , for the words " Rupees one 
hundred " , the words " Rupees ten thousand " shall 
be substituted . 


" ( 2 ) Inspection fees . Fees for renewal of 
certificate ofboilers shall be calculated on the 
basis of rating and shall be levied in 
accordance with the following scale , 
namely : 


By order and in the name of the Governor 

of Goa . 


Amount 


S. S. Prabhudesai, Chief Inspector of Factories 
& Boilers & ex officio Jt . Secretary . 


For boiler rating not exceeding 9.3 sq . mts . 


Rs. 1000 / 


Panaji, 


For boiler rating exceeding 9.3 sq . mts . but 
not exceeding 27.9 sq . mts . 


Rs . 1250 / 


ww- r 
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Amount 


For boiler rating exceeding 27.9 sq .mts .but 
not exceeding 45 : 9 sq . mts . 


Rs . 1500 / 


for boiler rating exceeding 45.9 sq . mts . but 
not exceeding 65.1 sq . mts . 


Rs. 1750 / 


Provided that when any owner is willing to 
accept a renewed certificate for less than twelve 
months in order to approximate the date of annual 
inspection to the date on which other boilers in the 
locality are inspected a certificate for such period 
of less than twelve months, as may be necessary 
for such approximation of dates ,may be granted at 
a reduced fee to be calculated at one twelfth of the 
ordinary fee for each full month , portion of a month 
will be reckoned as one full month ." 


For boiler rating exceeding 65.1 sq mts. but 
not exceeding 83.7 sq .mts . 


Rs . 2000 / 


For boiler rating exceeding 83.7 sq .mts . but 
not exceeding 102.3 sq .mts . 

Rs. 2250 / 


Forboiler rating exceeding 102.3 sq . mts . 
but not exceeding 186 sq . mts . 


Rs . 2500 / 


( ii ) in sub rule ( 3 ) , ---- 


For boiler rating exceeding 186 sq .mts . 
but not exceeding 372 sq . mts. 


Rs . 2750 / 


( A ) in clause ( a ), 


For boiler rating exceeding 372 sq.mts .but 
not exceeding 558 sq .mts . 


Rs. 3000 / 


( a ) in sub - clause ( i), for the letters and 
figures " Rs. 50 /- " , the letters and figures 
" Rs. 500 / -" shall be substituted ; 


For boiler rating exceeding 558 sq . mts . but 
not exceeding 774 sq . mts . 


Rs. 3500 / 


For boiler rating exceeding 774 sq .mts . but 
not exceeding 930 sq.mts . 


Rs . 4000 / 


( b ) in sub - clause (ü ), for the letters and 
figures " Rs. 25 / -" , the letters and figures 
" Rs. 250 / - " shall be substituted ; 


For boiler rating exceeding 930 sq . mts . but 
not exceeding 1116 sq . mts . 


Rs.4500 / 


( B ) in clause ( b ), 


For boiler rating exceeding 1116 sq .mts . 
but not exceeding 1302 sq , mts . 


Rs . 5000 / 


For boiler rating exceeding 1302 sq . mts . but 
not exceeding 1488 sq . mts . 

Rs . 5500 / 


( a ) in sub - clause (i ) , for the letters and 
figures " Rs. 75 / -" , the letters and figures 
" Rs. 750 / -" shall be substituted ; 


For boiler rating exceeding 1488 sq . mts . 
but not exceeding 1674 sq .mts . 


Rs . 6000 / 


(b ) in sub - clause ( ii ), for the letters and 
figures " Rs . 50 / -" , the letters and figures 
" Rs. 500 /- " shall be substituted ; 


For boiler rating exceeding 1674 sq .mts. 
but not exceeding 1860 sq .mts . 


Rs. 7000 / 


For boiler rating exceeding 1860 sq . mts. but 
not exceeding 2046 sq.mts. 

Rs. 8000 / 


(C ) in clause (c ), for the letters and figures 
" Rs. 5 /-" , the letters and figures " Rs, 50 /- " , 
and for the letters and figures " Rs. 50 /- " , the 
letters and figures " Rs. 500 / -," shall be 
substituted . 


For boiler rating exceeding 2046 sq .mts . 
but not exceeding 2232 sq . mts . 


Rs. 9000 / 


For boiler rating exceeding 2232 sq . mts. 
but not exceeding 2418 sq . mts. 


( iii ) in sub -rule ( 4 ), in clause ( a ), -- 


Rs. 10000 / 


For boiler rating exceeding 2418 sq . mts . 
but not exceeding 2604 sq . mts . 


( A ) in sub - clause (i) and ( ii ), for the letters 
and figures " Rs. 150 / -" , the letters and figures 
" Rs. 750 /- " , shall be substituted . 


Rs. 11000 / 


For boiler rating exceeding 2604 sq .mts . 
butnot exceeding 2790 sq . mts . 


Rs. 12000 / 


( B ) in sub -clause (iii ), for the letters and 
figures " Rs. 50 / -" , the letters and figures 
" Rs. 400 / -" , shall be substituted . 


Above 2790 sq.mts. for every 186 sq.mts . or 
part thereof an additional fee shall be 
charged . 


Rs. 500 / 


Fees for ordinary inspection of a Miniature 
Boiler shall be 


3. Amendment of rule 41.- In rule 41 of the 
principal Rules, for the letters and figures " Rs . 
10 / -" , the letters and figures " Rs. 2007- " shall be 
substituted . 


Rs. 500 / 
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4. Amendment of rule 42. In rule . 42 of the 
principal Rules, for the letters and figures 
" Rs. 5 /-" , the letters and figures " Rs. 100 /-" shall 
be substituted . 


Provided that the Government may vary 
the number of posts in column ( 2 ) of the said 
Schedule from time to time subject to exigencies of 
work . 


5. Amendment of rule 52.— In rule 52 of 
the principal Rules , for the word 
" rupees ten " , the words " rupees two hundred " 
shall be substituted . 


3. Method of recruitment, age limit and other 
qualifications. Themethod of recruitment to the 
said posts , age limit , qualifications and other 
matters connected therewith shall be as specified 
in columns (5 ) to ( 13 ) of the said Schedule . 


By order and in the name of the Governor 

of Goa . 


S. S. Prabhudesai, Chief Inspector of Factories 
& Boilers & ex officio Jt. Secretary . 


Panaji, 


4.Disqualification.— No person who has entered 
into or contracted a marriage with a person 
having a spouse living or who , having a spouse 
living , has entered into or contracted a marriage 
with any person , shall be eligible for appointment 
to the service : 


Department of Personnel 


Notification 


1 / 3 / 88 -PER 


Provided that the Government may, if satisfied 
that such marriage is permissible under the 
personal law applicable to such person and the 
other party to the marriage and that there are 
other grounds for so doing , exempt any person 
from the operation of this rule . 


In exercise of the powers conferred by the 
proviso to Article 309 of the Constitution , the 
Governor of Goa hereby makes the following rules 
to regulate the recruitment to the Goa General 
Service , Group C , Non -Ministerial, Non -Gazetted 
post in the Governor s Secretariat, Raj Bhavan , 
namely : 


5. Power to relax.— Where the Government is of 
the opinion that it is necessary or expedient so to 
do , it may, by order , for reasons to be recorded 
in writing , relax any of the provisions of these 
rules with respect to any class or category of 
persons. 


1. Short title , application and commencement.- 
( 1) These rules may be called the Government 
of Goa , Governor s Secretariat , Raj Bhavan , 
Group C , Non -Ministerial, Non -Gazetted post , 
Recruitment Rules , 2003 . 


( 2 ) They shall apply to the posts specified . 
in column ( 1 ) of the Schedule to these 
rules (hereinafter called as the 

" said 
Schedule " ) . 


6. Saving .-- Nothing in these rules shall 
affect reservation , relaxation of age limit and 
other concessions required to be provided for 
Scheduled Castes , and other special categories 
of persons in accordance with the orders issued 
by the Government from time to time in that 


regard . 


( 3 ) They shall come into force from the date of 
their publication in the Official Gazette . 


By order and in the name of the Governor 

of Goa . 


2. Number , classification and scales of pay. 
The number of posts , classification of the said 
post and the scale of pay attached thereto shall be 
as specified in columns (2 ) to (4 ) ofthe said Schedule : 


D. M. Borkar , Joint Secretary (Personnel). 


Panaji , 10th July , 2003 . 


.. 


SCHEDULE 


......... 


Number 


Name / 
/Desig 
nation 

of 
posts 


Classifica- Scale of 
tion 

pay 


of posts 


Whether 
selection 
post or Age limit 
non 

for direct 
-selec recruits 
tion 
post 


Whetherthebenefitofadded 
yearofserviceisadmissibleun 
derRule30ofCCS(Pension) 
Rules,1972 


Educational and 
other qualifica 
tions required 
for direct 
recruits 


Whetherage&educational qualificationsprescribedforthe directrecruitswillapplyinthe caseofpromotees 


Method of recruit 
ment, whether by 

direct or by 
Period of promotion or 
probation , by deputation / 

/ transfer / contract 
and percentage of 
the vacancies to 

be filled by 
various methods 


In case of recruitment 

by promotion / 

· /deputation / 
/transfer, grades from 
which promotion / 

/deputation / 
/transfer is to be made 
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Circumstances in 
which Goa Public 
Service Commis 

sion is to be 
consulted in 
making recruit 

ment 


If a D. P. C. 
exists , what is its 

composition 


if any 


1 


5 


6 


6 (a ) 


7 


8 


9 


10 


11 


12 


13 
NA 


No. 


N , A. 


Selec 
tion 


. 


2 3 

4 
Computer One Group Rs. 
Operator (2003 ) 

4000 
(Sub Non -100 
-ject to Ministerial -6000 . 
varia Non 
-tion -Gazetted . 
depen 
-dent 


Essential: 
1) Graduate in 

Arts/ Science / 
/Commerce of 
a recognised 
University or 
equivalent. 


2 years . By transfer on 

deputation , 
failing which , 
by direct 
recruitment. 


Group C 
D.P.C. 

( For 
considering 
confirmation ). 


Not 
exceed 
ing 40 

years 
(Relaxable 

for 
Govern 

-ment 
servants 
in accor 

-dance 
with the 
instruc 
tions or 
orders 
issued 
by the 
Govern 
-ment). 


Transfer on deputation of 
Junior Assistants from the 
Secretariat cadre having the 
qualification of Diploma in 
Computer Application with 3 
years regular service and 
having 3 years experience in 
Computer Operation with 
knowledge of programming , 
etc. 


on 


work 
-load). 


2 ) Diploma in 

Computer 
Application . 
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3) Knowledge of 

Programming 
with System 
Analysis . 


4 ) Knowledge of 

Konkani. 


Desirable : 


Knowledge of 
Marathi. 
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PANAJI - GOA . 
PRICE : Rs. 3.50 paise 


